ST.  PETERS  CHURCH 
GREAT  BARRI  NGTON  ,  MASS. 

This  inspiring  church  was  erected  in  1854  and  is 
situated  on  the  northern  end  of  Main  Street  in 
one  of  the  BEAUTIFUL  BERKSHIRE  HILLS'  most 
picturesque  towns. 

Photography  by  Sam  Scarfone 
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